NEBOSH in Lahore 


Registration Deadline: 15 June 2020 | Course Fee: Rs. 100,000/- 

Abacus International Hse Services (Pvt) Ltd. is the accredited center of UK’s leading 
health and safety board “National Examination Board in Occupational Safety and 
Health” (NEBOSH) in Lahore, Pakistan with our unique accredited center number 1428. 
In the Year 2019 we have been awarded as Silver Learning Partner of NEBOSH in 
Lahore. We hold the two renowned qualifications of NEBOSH at our center. The one is 
NEBOSH International General Certificate in Occupational Safety and Health 
(IGC), NEBOSH IGC is the most demanding health and safety certification globally. Our 
second NEBOSH qualification NEBOSH HSE Certificate in Process Safety 
Management (PSM) is specialized for the process industry. Abacus International 
preserves the largest team of NEBOSH certified tutors in the region, each tutor is 
tremendous working and teaching experiences in health and safety at national and 
international forums. 


Course 

Name 

NEBOSH International General Certificate 
in Occupational Health and Safety 

Course Fee 

Rs. 100,000/- 

Course 

Date 

17 June 2020 

Exam Date 

15 July 2020 

Location 

Lahore 

Tutors 

(Lahore) 

Mr. Qaiser Shahzad Mughal / Mr. Muhammad 
Haseeb Hassan / Mr. Najeeb U1 Hassan 


What is NEBOSH? 


The National Examination Board in Occupational Safety and Health (NEBOSH) offers globally recognized 
qualifications covering health and safety and risk management. A significant number of health and safety job 
adverts specify NEBOSH qualifications, demonstrating the high standard of NEBOSH courses and training. 
The most popular international health and safety qualification which is essential for anyone wanting a 




successful career in health and safety. It is designed to reflect the needs of today’s employer giving learners 
everything they need to know and do to make their workplace safer. Holders of the International General 
Certificate can also apply for technical membership of the Institution of Occupational Safety and Health (Tech 
IOSH) Many students then progress to an International Diploma (Grad IOSH) and from there to chartered 
status (CMIOSH). 


WHY ABACUS? 

Abacus International is one of the leading Training and Consultancy Company which on boards an immense 
team of internationally certified experienced Trainers and Consultants. Our expert team makes customize 
solutions for specific business needs which also comply international standards. Moreover, we are 
accredited/approved center of multiple internationally renowned bodies’ including but not limited 
to NEBOSH (National Examination Board in Occupational Safety & Health) UK, IOSH (Institute of 
Occupational Safety & Health) UK, HABC (Highfield Awarding Body for Compliance) UK 
and ASHI (American Safety & Health Institute) USA to deliver and assess their accredited trainings. 

Name: Abacus International HSE Services (Pvt) Ltd 

Website: https://www.abacus-int.com/ 

Address: Building # 9, Haq Bahoo Street, Judicial Colony, Phase 1 Raiwind Rd, Block K Phase 2 Thoker 
Niaz Baig, Lahore, Punjab 54000 

Contact: 0321 8687190 I 0423 529 1300 


Email: info@abacus-int.com 



